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Covid-19 Telephone https://health.uk.gov.in/pages/display/140-novel- 
Mobile Directory corona-virus-guidelines-and-advisory- 


id- / 
Sample Collection Centers https://covid19.uk.gov.in/map/sccLocation.aspx 
— : 














Availability of Bed https://covid19.uk.gov.in/bedssummary.aspx 
Covid-19 Vaccination Sites WWW.COWIN.gOV.iINn 
RT — PCR Testing Report https://covid19.uk.gov.in/ 


To get Medical assistant and http://www.esanjeevaniopd.in/Register 
Doctor's consultation: Download app: 











https://play.google.com/store/apps/details ?id=in.hied.e 


sanjeevaniopd&hl=en US 
Or call: 9412080703, 9412080622, 9412080686 


Home Isolation Registration https://dsclservices.org.in/self-isolation.php 


Free Consultation from 
Ksanjeevani 











Home Isolation Booklet(Do’s https://health.uk.gov.in/files/Covid-19- 
&Don’ts) Directory/Home_ Isolation _booklet.pdf 


Vaccination (Self Registration) https://selfregistration.cowin.gov.in/ 
WWW.COWIN.gOvV.iIn 


Standard Operating Procedure for https://health.uk.gov.in/pages/view/146-tocilizumab- 
issue of TOCILIZUMAB amphotericin--procedure 


AMPHOTERICIN B 
Daily Bulletin 






https://health.uk.gov.in/pages/display/140-novel- 
orona-virus-guidelines-and-advisory- 


a) 
Travelling to/from Uttarakhand https://dsclservices.org.in/apply.php 
Registration 


Joining hands in supporting https://health.uk.gov.in/pages/view/149-support- 
Uttarakhand in its fight against uttarakhands-covid-19-efforts 


COVID-19 

Any other Help Call 104 (24X7) / State Control Room 0135-2609500/ 
District Control Rooms of respective district for any 
other help and assistance. 

for any queries and suggestions covid19statewarroomuk @ gmail.com 





Toll Free Number 104 
State Covid-19 Control Room 
0135 2609500 


For complaints regarding black marketing of medicines, oxygen cylinders & medical equipments; more charges for medicines 
& oxygen cylinders; fake Covid-19 test/lab reports; more charges than decided by the Government for Covid-19 vaccination & 
treatment and other malpractices related to Covid-19 in Uttarakhand 


Please call on Toll free No. 112, Landline No. 0135-2656202 and Mobile: 9412029536 
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Date: 06-08-2021 Health Bulletin Time: 6:00 PM 
1) Positive Today: 29 WA Recovered Today: 48 
4 Death Today: 00 4. Active Cases: 513 


S*vY Sample Positivity today: 0.11% R% Recovery Percentage: 95.93% 


I. Total cumulative Positive COVID-19 detected: 342336 

2. Total Number (%) of COVID-19 Patients Treated/ Cured: 328419 (95.93%) 
a. Total Number (%) of COVID-19 patients migrated out of state: 6037 (1.76%) 
4. Total Number (%) of COVID-19 Deaths: 7367* (2.15%) 
>, Number of samples found negative for COVID-19 today: 26526 

6. Total number of samples sent for COVID-19 testing today: 25004 

7. Total number of cumulative samples found negative: 6101552 
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Uttarakhand State Control Room 





*Deaths reported from previous date added in cumulative figure. These deaths were reflected in district reports/daily bulletin, but 
not submitted timely to State COVID-19 Control Room. 
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Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 
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U.S. Nagar 45 761 794 
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Details of Patients Treated & Cured 
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Hospital Wise Death 


[District Cumulative Deaths | Name of The Hospital | No. of Deaths 
s511"(A) | GDMC 





Grand Total 


*D 


eaths reported from previous date added in cumulative figure. These deaths were reflected in district reports/daily bulletin, but 
not submitted timely to State COVID-19 Control Room. 





*(A) Dehradun (01): 
GDMC (01): 3 August 2021 (1) 


Joining hands in supporting Uttarakhand 
in its fight against COVID-19 
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Organizations/ Civil Societies/ NGOs/ Individuals interested in 
supporting Government of Uttarakhand in their fight against COVID- 
19 can register on the link given below: 
https://health.uk.gov.in/pages/view/149-support-uttarakhands-covid-19-efforts 
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Mucormycosis Cases and Deaths - Uttarakhand as on 06.08.2021 


Hospital Name Migrated/ 
Cases Discharge | Cases Discharge Others 
Udham JLN District Hospital, 
Singh Nagar | Rudrapur 
aiMsnishhesh | 1 | S| wT 
Max Hospital pee Tete tet tet 


Doon Medical Doon Medical College 
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* Other state 1 Case 7 Other f 0 Death 
* Other state 288 Cases *” Other state 61 Deaths 











For any queries regarding Mucormycosis, please call on Toll Free Number 104 
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Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


@ Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187 





01374-222641,7417162869 
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soosnes _-Detorate of Meal Health & Fan Welfare, itarakhan, Dehradun 
COVID-19 Vaccination 
6th August 2021 

*® Sessions Held Today : 553 

*® Number of Beneficiaries Vaccinated Today : 47331 

*® Number of Beneficiaries Partially Vaccinated: 4872542 
* Number of Beneficiaries Fully Vaccinated: 1539899 
*® Total 18-44 years beneficiaries Partially Vaccinated: 2382616 
*® Total 18-44 years beneficiaries Fully Vaccinated: 89069 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
Vaccinated 
>45 Partially >45 Fully Partially more than Partially Fully Partially Fully 
Last 24 Vaccinated Vaccinated vaccinated 18 to <45 Last 24 | Vaccinated Vaccinated Last Vaccinated Vaccinated 
hrs. (1st Dose (Both Dose (more than 18 | years (Both hrs (1st Dose (Both Dose | 24hrs (1st Dose (Both Dose 
Coverage) Coverage) to <45 years) Dose Coverage) Coverage) Coverage) Coverage) 
Coverage) 


nore | sate | ssosse | anese | nase | s7os | 10 | soos | sos | co | azo | sae 
73894 4800 sage7 || S191 D281 248 | Dak 2880 
Haridwar | 12,695 | s2t187 | 136,372 | 373,124 | 10,130 | 27 | 17,390 | 13,008 | 99 | 48,306 | 34,325 
Nainital | 6,970 | 216078 | 129,396 | 265,314 | 10,352 | 6 | 14,159 | 10,556 | 178 | 20,017 | 9,220 _ 
Pauri | 1717 _| tetie1 | 99,239 | 122,872 | 3,752 | 7 | 7,879 | 6686 | 12 | 7,060 | 4,572 
US tose _1495_a7ia4_|_127.636 045,638 _0uisf_0_32418___9,005_o-_24.584_14.024_ 


1366 | e2e6s | 54.478 | 108,677 | 3,834 | 8 | 3,456 | 3,162 | 21 | 4,980 | 3,883 _ 


Ce 
[Total | 46,704 | 2182474 | 1297570 | 2382616 | e006e | e2 | 119904 | 96904 | 545 | 187548 | 116956 





